RG104 E-1 Box 124 June-Sept 1881 


° 





NARA RG104, Entry 1, Box 124 





Mint of the United States at Philadelphia Pa. 
ac mana 
+822. 


Copy 

Treasury Department 
Bureau of the Mint 
Washington, D.C. 
May 26, 1882 


Sir 


I transmit herewith the Assayer’s report upon Special Assay Coins taken from the first 
deliveries in each week at your Mint, during the month of April 1882 and forwarded for test, as 


prescribed by the Regulations. 


The coins were found to be within the legal limits of tolerance, except the one taken from 
delivery No. 1 of Standard Silver dollars, which you will observe was found to be .19 below the 
tolerance for weight. Possibly the fault of the assorting machine. 


Very respectfully, 
Horatio C. Burchard 
Director 


Hon. A. Loudon Snowden 
Supt. Mint 
Philadelphia 


